PLATE No. 31
An Old Sheffield Plate Soup Tureen ; the oval body heavily
embossed and chased with iloral design; on four bold spiral fluted
feet; the cover similarly decorated and surmounted with a ball
knob and a shaped collar. Date, circa 1770.
A Small Old Sheffield Plate Um; oviform plain body; volute
handles; on a square base; beaded edgings and an acorn knob.
Date, circa 1769.
A Small Old Sheffield Plate Urn; body octagonal and fluted;
base shaped; fine bead edgings; reeded handles; ball knob;
reeded top with ivory handle. A steam valve in the lid. Date,
1790,
M-Y. B, B. Harrison.